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a period of about 7 years, including not only the provision of survey control, base maps, and cadastral overlays but also the digitization of the maps and the creation of a file permitting the correlation of all land-related county records by machine processing. The conceptual design of the system is indicated in Figure A.9. The project design consultant has provided estimates of annual cost savings in county and municipal mapping costs that amount to 58 percent of the expenditures required to complete the system, during the period 1980-1985, as listed in Table A. 1. Overall, the DuPage County system is being implemented in substantial accord with the principles set forth in this report, with the promise of significant economies in the operation of key county departments over the years ahead.2                                                                            170,000
